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INSTITUTIONAL ANIMAL CARE AMD USE COMMITTEE (lACUC). 

“A review of animal records from Proloool £01 1-13J8 indicated that animal it476<3i0 received a subcutaneous 
inlactidn d1 rriark^ana&a ntilnfide that resulted in a akin wound nieaeurirtg apprd;!inialaly 7;t£ oni in Ihe lumbar 
area. This rotite of injection was noi lisied in the appro'^'ed proloool , The PI modified the route ol injection 
without approval from the lACUC. It is tha raspanr^ihility ul the resdprch facility 1o ensure that modilicafiors 
and, 'Of proposed slgmlrcant changtos regarding the care and use of lha animaie ie reviewed and approved by Ihe 
lACUC in order to prevent unnecessary pain and suflering. Corrective measures have been inetituled by Ihe 
research lacilily irtvolving retraining o1 the leb slalP including the pnnicipal linvesti^teTi consullatione with the 
veterinary SlafI and increased pest approval monitoring. 


Correction; Irom this dale forward 

2.33 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE. 

“A review of animal records from Proloool £01 1-£348 revealed that post-procedural care described in the 
protocol is not being lollowed. On SspLember 15. 2Q12 animal 0 wee ene^thB^izBd to uridergo a 
procedure. According lo the approved protocol post-procedural monitoring is to take place every i5 minutes unlil 
the animal is sternal and ambulalory. The nrylation in tha animars medical reCJord indicated 'After the procedure 
the rabbit was taken to.....fo< recovery ar>d placed under a h«at lamp. During recovery tbe animal expired. ' 
There were no anesthesiarsurgery monitoring records for this animal. Veterinary staff was not notified regarding 
tha recovery and aubaeguent death ol Ihe anlmaL Documenlatien in Ifie records incorrectly indicated ihe animal 
had been euthanijed. It is the responsibilily of the research lacilily to ensure that appropriate pre and post- 
procedural bare is provided te the animals in drder Id minimize unnecessary pain and suffering. Cdrreciive 
measures have been instituted by the facility involving rertraining (or tbe ammal care stalf, increased 
oommuricafigns with the velerinpry staff, increased posi approval monitoring and adcBHons ol aneslhelio 
manllorlrig agulprvwit. 
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